In OAKLAND 

THE PILLAR OF FIRE CHURCH 

is on HARRINGTON near FOOTHILL BLVD. 
In SAN FRANCISCO on BEULAH ST., two blocks 
from Kezar Stadium and Golden Gate Park. 
Grammar Schools are maintained at both 
places. 

TEL. ANDOVER 8862 and BAYVIEW 6676 
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PILLAR OF FIRE CHURCHES 


All Welcome 



24 BEULAH ST., SAN FRANCISCO 


1957 HARRINGTON AVE., OAKLAND 












